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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
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FOREWORD 

This Indian Standard ( Second Revision ) was adopted by the Bureau of Indian Standards, after 
the draft finalized by the Electrical Appliances Sectional Committee had been approved by the 
Electrotechnical Division Council. 

This standard covers the general safety and performance requirements of electric stoves. 

This standard was published in 1965. As per the decision of the third meeting of Electrotechnical 
Division Council a separate safety standard on electric stoves has been brought out. in the 
second revision of this composite standard instead of giving details of safety requirements, 
reference has been made to separate safety standard IS 302-2-202 ( 1992 ) 'Safety requirements 
for household and similar electrical appliances: Part 2 Particular requirements, Section 202 
Electric stoves'. This second revision has been undertaken to have ■ composite standard by stating 
and defining the principal performance characteristics of electric stoves for household and 
similar use which are of interest to user and to describe methods for measuring the 
characteristics. 

While preparing this standard assistance have been derived from the following: 

CEE 11-1954 Electric cooking and heating appliances for domestic and similar purpose. 
International Commission on Rules for the Approval of Electrical Equipment. 

SABS : 153-1958 Electric stoves and hot plates, South African Bureau of Standards. 

BS 3456 : Section A-1 : 1961 Heating and cooking appliances, Section A-1 General 

requirements. British Standards Institution. 
lEC 335-1 ( 1976 ) Safety for household and similar electrical appliances. Part 1 General 

requirements. International Electrotechnical Commission. 

For the purpose of deciding whether a particular requirement of this standard is complied with, 
the final value, observed or calculated, expressing the result of a test or analysis, shall be 
rounded off in accordance with IS 2 : 1960 'Rules for rounding off numerical values ( revised )\ 
The number of significant places retained in the rounded off value should be the same as that of 
the specified value in this standard. 

The thermal efficiency value given in 12 of this standard is based on the studies and testing 
made. This value is likely to be reviewed at a later date based on the feed back from the 
industry, testing laboratories and users. 
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1 SCOPE 

1.1 This standard covers the general safety and 
performance requirements and methods of test 
for electrically heated stoves, containing open 
type heating elements, designed for connection 
to supplies at voltages not exceeding 250 Volt, 
ac single phase 50 Hz or dc. 

1.1.1 This standard does not cover multiunit 
type electric stoves having more than one 
heating unit. 

2 REFERENCES 

The following Indian Standards are necessary 
adjuncts to this standard: 



!SNo. 



rule 



302-2-202 ( 1992 ) Safety of household and 
similar electrical appliances: 
Part 2 Particular require- 
ments, Section 202 Electric 
stoves 

302-1 ( 1979 ) Safety of household and 

similar electrical appliances: 
Part 1 General requirements 

3 TERMINOLOGY 

3.1 Clause 2 of IS 302-2-202 ( 1992 ) shall apply. 

4 GENERAL REQUIREMENTS 

4.1 Clause 3 of IS 302-2-202 ( 1992 ) shall apply. 

5 GENERAL NOTES ON TESTS 

5.1 Clause 4 of IS 302-2-202 ( 1992 ) shall apply. 

6 RATINGS 

6.1 Clause 5 of IS 302-2-202 ( 1992 ) shall apply. 

7 CLASSIFICATION 

7.1 Clause 6 of IS 302-2-202 ( 1992 ) shall apply. 

8 MARKING 

8.1 Clause 7 of IS 302-2-202 ( 1992 ) shall apply. 



9 SAFETY REQUIREMENTS 

9.1 The electric stoves shall comply with the 
requirements as given in clause 8 to clause 32 
of IS 302-2-202 ( 1992 ) except for clauses 9, 14, 
17 and 32. 



10 ENDURANCE TEST 

10.1 Electric stoves shall be so constructed, 
that in normal use, there shall be no electrical 
or mechanical failure that might impair 
compliance with this standard. The insulation 
shall not be damaged and contacts and connec- 
tions shall not work loose as a result of 
heating, vibration etc. 

10.2 The electric stove shall be connected to 
the supply under conditions of adequate heat 
discharge [ see 2.29 of IS 302-2-202 ( 1992 ) ] 
such that the input is M5 times the maximum 
rated input which shall be maintained for 96 
hours. 

10.3 After the test of 10.2, the electric stove 
shall withstand the electric strength test given 
in 16.4 of IS 302-1 ( 1979). 

11 FINISH 

11.1 The external finish used on metal com- 
ponents shall be of a heat and moisture 
resisting nature and shall not be adversely 
affected by variation in tem^perature occurring 
under normal operating conditions or after the 
endurance test. 

Compliance shall be checked by visual 
inspection after endurance test specified 
in 10. 

11.2 Ferrous parts, the rusting of which might 
cause the appliance to fail to comply with thifi 
standard, shall be adequately protected against 
rusting. 

Compliance is checked by the following test : 

All grease is removed from the parts to be 
tested by immersion in carbon tetrachloride 
or trichlorethane for 10 minutes. 
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The parts are then immersed for 10 minutes 
in a 10 percent solution of ammonium 
chloride in water at a temperature between 

15°Cand35X. 

Without drying, but after shaking off any 
drops, the parts are placed for 10 minutes in 
a box containing air having not less than 90 
percent RH and temperature between 15*'C 

and 35°C. 

After the parts have been dried for 10 minutes 
in a heating cabinet at a temperature of 100 ± 
5°C5 their surfaces shall show no signs of rust. 

Traces of rust on sharp edges and any yellowish 
film removable by rubbing are ignored. 

For small helical springs and the like, and for 
parts exposed to abrasion, a layer of grease may 
provide sufficient protection against rusting. 
Such parts are only subjected to the test if 
there is doubt about the eiiectiveness of the 
grease film, and the test is then made without 
previous removal of the grease, 

12 THERMAL EFFICIENCY 

12.1 When tested in accordance with Annex A, 
the thermal efficiency shall not be less than 
60 percent. 

12.2 In case the efficiency marked on the 
electric stove is higher than 60 percent, a 
tolerance of —10 percent shall be allowed on 
value subject to the provision that the actual 
efficiency shall in no case fall below 60 percent. 

13 TESTS 

13.0 Categories of Tests 

Tests are classified as type, routine and 
acceptance tests. 

13.1 Type Tests 

The tests specified in Table 1 shall constitute 
the type tests and shall be carried out on two 
samples of electric stoves of the same type and 
rating selected preferably at random from a 
regular production lot. Before commencement 
of the tests, the electric stoves shall be visually 
examined and inspected for obvious visual 
defects in respect of components parts and 
their assembly construction, stability, marking, 
provision of suitable terminals for supply 
connection, earthing and the effectiveness of 
screws and connections. The external surface 
finish shall be even and free from finishing 
defects. 

13.1.1 Criteria of Acceptance 

Both samples shall successfully pass all the type 



tests for proving conformity with the require- 
ments of the standard. If any of the samples 
fails in any of the type tests, the testing 
authority, at its discretion, may call for fresh 
samples not exceeding twice the original number 
and subject them again to all tests or to the 
tests(s) in which failure(s) occurred. No 
failure shall be permitted in the repeat test(s). 

Clause Reference 

8 of IS 302-2-202 
( 1992 ) 

10 of IS 302-2-202 
( 1992 ) 

11 of IS 302-2-202 
( 1992 ) 

13 of IS 302-2-202 
( 1992 ) 



Test 

a) Protection against 
electric shock 

b) Input 

c) Temperature-rise 

d) Insulation resistance 
and electric strength 
at operating tempera- 
ture 

e) Moisture resistance 

f ) Insulation resistance 
and electric strength 
( After humidity 
treatment ) 

g) Earthing connection 
h) Thermal efficiency 



15 of IS 302-2-202 
( 1992 ) 

16 of IS 302-2-202 
( 1992 ) 



27 of IS 302-2-202 
( 1992 ) 
12 



13.2,1 A recommended sampling procedure for 
acceptance test is given in Appendix B of 
IS 302-1 ( 1979 ). 

13.3 Routine Tests 

The following tests constitute the routine 
tests: 

Test Clause Reference 

a) Protection against 8 of IS 302-2-202 
electric shock ( 1992 ) 

b) High coltage 13.3.2 of IS 302-1 

( 1979 ) 

c) Earthing connection 27 of IS 302-2-202 

( 1992 ) 





Table 1 Schedule of Type Tests 




( Clause 


13.1) 


SI 
No. 


Test 


Clause Reference 


1. 

2. 


Safety requirements 
Endurance 


8, 10 to 13, 15, 16, 18 

to 31 of IS 302-2-202 

( 1992 ) 

10 


3. 


Finish 


11 


4. 


Thermal efficiency 
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ANNEX A 

( Clause 12.1 ) 

TEST FOR THERMAL EFFICIENCY 



A-1 TEST ARRANGEMENT 

A-1.1 The electric stove shall be mounted 200 
mm above a wooden supporting surface ( test 
table ) on heat insulated supports. It shall be 
shielded by a suitable antidraught screen which 
should be of a height extending from the test 
table to the top of test vessel. The screen 
should not be allowed to induct the draught by 
acting as a chimney, the supports shall be 
arranged to provide maximum of free air space 
under the stove. 

A-1.2 The test vessel described in 2,29 of 
IS 302-2-202 ( 1992) shall be used for the test. 

A-2 TEST PROCEDURE 

A-2.1 The test vessel containing 1-5 litres per 
kilowatt rating of the appliances, of water 
shall be placed centrally on the stove. The 
initial temperature of the water shall be noted. 
The stove shall be connected to the source of 
supply, the circuit having been adjusted to 
given rated input. 

A-2,2 During the heating up period, water 
shall be continuously stirred and its tempera- 
ture measured. When the water temperature is 
nearly 50°C above the initial temperature of 
the water, its temperature T^^C just prior to 
the addition of an extra quantity of water as 
specified in A-2.3 shall be accurately noted, 



A-2.3 A quantity of water equal to 0-75 litre 
per kilowatt rating of the appliance whose 
actual mass M in kg and initial average 



temperature Ti^C are accurately known, shall 
then be poured into the test vessel, and the 
heating continued, measurement of electrical 
input energy in kilowatt-hours having began 
from this instant. The heating and stirring shall 
be continued till the whole mass of water again 
reached the temperature Tg^C when the 
measurement of input energy shall be discon- 
tinued. The electrical energy consumed during 
this period E in kilowatt-hours is noted. 

A-2.4 The test shall be repeated with the test 
vessel rotated through 180"" relative to the 
position in the first test. 

A-3 CALCULATION OF THERMAL 
EFFICIENCY 

A-3.1 The thermal efficiency, which is the 
ratio of heat absorbed by water to the 
equivalent of electrical energy supplied express- 
ed as a percentage shall be computed as 

follows: 

Thermal efficiency - ^^S60^^~^^ x ^^^ 

where 

Af = Mass of water added in kg, 

S = Specific heat of water in cal/deg C, 

T2 = Final temperature of the water, 

Ti = Initial temperature of the water, 

E = Electrical energy input, and 

860 = Heat equivalent to 1 kWh of electri- 
cal energy. 



standard Mark 

The use of the Standard Mark is governed by the provisions of the Bureau of Indian 
Standards Act, 1986 and the Rules and Regulations made thereunder. The Standard Mark 
on products covered by an Indian Standard conveys the assurance that they have been 
produced to comply with the requirements of that standard under a well defined system 
of inspection, testing and quality control which is devised and supervised by BIS and 
operated by the producer. Standard marked products are also continuously checked by 
BIS for conformity to that standard as a further safeguard. Details of conditions under 
which a licence for the use of the Standard Mark may be granted to manufacturers or 
producers may be obtained from the Bureau of Indian Standards. 



Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act, 1986 to 
promote harmonious development of the activities of standardization, marking and quality 
certification of goods and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced 
in any form without the prior permission in writing of BIS. This does not preclude the free use, 
in the course of implementing the standard, of necessary details, such as symbols and sizes, type 
or grade designation. Enquiries relating to copyright be addressed to the Director 
( Publications ), BIS. 

Revision of Indian Standards 

Indian Standards are reviewed periodically and revised, when necessary and amendments, if 
any, are issued from time to time. Users of Indian Standards should ascertain that they are in 
possession of the latest amendments or edition. Comments on this Indian Standard maybe 
sent to BIS giving the following reference: 

Doc: No. ETD32(3512 ) 



Amendments Issued Since Publication 



Amend No. 



Date of Issue 



Text Affected 



BUREAU OF INDIAN STANDARDS 

Headquarters: 

Manak Bhavan, 9 Bahadur Shah Zafar Marg, New Delhi 110002 
Telephones : 331 01 31, 331 13 75 



Regional Offices : 

Central : Manak Bhavan, 9 Bahadur Shah Zafar Marg 
NEW DELHI 110002 

Eastern : 1/14 C, I. T. Scheme VII M, V. I. P. Road, Maniktola 
CALCUTTA 700054 



Telegrams : Manaksanstha 
( Common to all OfiSces ) 

Telephone 

p31 01 31 
J331 13 75 

C37 84 99, 37 85 61, 
) 37 86 26, 37 86 62 

53 16 40, 



C53 38 43, 
53 23 84 



Northern : SCO 445-446, Sector 35-C, CHANDIGARH 160036 

Southern : C, L T, Campus, IV Cross Road, MADP.AS 600113 

Western : Manakalaya, E9 MIDC, Marol, Andheri ( East ) 
BOMBAY 400093 

Branches : AHMADABAD, BANGALORE, BHOPAL, BHUBANESHWAR. COIMBATORF 
FARIDABAD, GHAZIABAD, GUWAHATI, HYDERABAD, JAIPUR, KANPUR, 
LUCKNOW, PATNA, THIRUVANANTHAPURAM. 



C235 02 16, 235 04 42, 

^235 n 19, 235 23 15 

f 632 92 95, 632 78 58, 

(632 78 91, 632 78 92 



Printed at Printwell Printers, Aligarh, Indsa 



